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Charles E. B. Glenn p. o. box 26583, Richmond va 23261-6583 phone (so4) 274-2045 

Senior Patent Counsel 4201 commerce road, door 17, Richmond va 23234 fax ( 804) 274-4780 


VIA DHL COURIER February 1, 1993 

David C. Radulescu, Esq. 

Fish & Neave 

1251 Avenue of the Americas 
New York NY 10020 

RE: PM 1697 - TUBULAR INTEGRAL HEATER WITH DISCRETE 

HEATING ZONES and PM 1707 - CARTRIDGE DESIGN 

Dear David: 

Confirming our telecon on January 29, 1993, we are 
combining the cartridge design of PM 1707 into PM 1697. 

We are planning to have a teleconference in the afternoon of 
February 2 between you and the inventors. Details will follow. 

We are sending to F&N under separate cover to Charlie 
Smith (c/o Isabel Smiling) the following disclosures for possible 
inclusion within PM 1697: D993, D994, D995, D1001. Please 

review these disclosures and resolve whether similarities in 
subject matter and other practicalities would or would not warrant 
their inclusion in PM 1697. 


As^pf^viously discussed, we are withdrawing D882 from the 
file of PM/l653^nd retaining D882 in the file of PM 1697 for record 
purposes oWyr" y 


cc: J. Ingerman 
C. Smith 
F. Utsch 



Charles E. B. Glenn 


Source: https://www.industrydocumer 3.ucsf.edu/docs/sfxj0000 
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